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Work Order 


ARL Number: 183717-01 CMP: No 

Description: Polym-Baci (STOCK) 3L * Glen Falls* 1 .5MU-3OKU/30mL Solution 
Client: New England Compounding Center-MA / Framingham, MA 
Lot#: O8062O12@1 15 

Dale Received: 8/7/12 10:31 Storage: Walk-in Refrigerator 

PO Number: Matrix 

Entered By: Todd Lynch Container; 

Special Pricing: Sterility 


Priority: Normal 


Ding 

One 3 mL syringe 


Login and Sample Data 


Test Data 


Test Method Analyst Date To Begin Date Tested Due Date 

Sterility 

Sterility USP71 Microbiology 08/07/2012 08/07/2012 08/10/2012 


Condition of Sample: Refrigerated 2°C to 8°C (35,6°F to 46.4°F) 

Sample Description (size* no. of portions): 


□ 

□ 

Sample 

Note 

User 

Date 

183717-01 

183717-01 

Test Group Note: (Do Not Use this for ATPV kits) 

FTG media is turbid @ 14 day read. FTG plated on 

Misty haynes 

08/21/2012 9:51 

□ 

183717-01 

TSA. Client contacted (spoke with Annete Robinson) 
@9:50 8/21/12. MH 

TSA plate showed bacterial growth. Left message for 

Misty Haynes 

08/22/2012 13:11 

□ 

183717-01 

Annette @1:10 8/22/2012 OOS investigation started. 
8/22/2012 

Gram stain reveals a gram positive cocci. Called 

Misty Haynes 

08/23/2012 14:44 

□ 

183717-01 

Annette Robinson @2:45, left a message for Annette. 
Asked her to call me if they wanted bacterial ID 

1 will follow up with her tomorrow, if I do not hear 

Misty Haynes 

08/23/2012 14:46 

□ 

183717-01 

from her in the morning. 

No more testing required per Annette. 8/24/12 MH 

Misty Haynes 

08/24/2012 10:29 
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